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Message Text 



CONFIDENTIAL 

PAGE 01 STATE 081126 

64 

ORIGIN OC-06 

INFO OCT-01 ARA-IO ADP-00 OCL-00 FBO-01 /018 R 

DRAFTED BY OC/ S: RRAPIER: RR 
4/30/73 EXT 22013 
APPROVED BY A/ OC: WENAEHER 
A/ OC- ARA/ RCO: ELPETERS 
OC/ L: SROGALA ( SUBS) 

A/ EBO: AJENNINGS ( SUBS) 

070770 

P 302120 Z APR 73 
FM SECSTATE WASHDC 
TO AMEMBASSY LIMA PRIORITY 
INFO ATO WASHDC 

CONFIDENTIAL STATE 081126 

LIMA EOR TCU/ CRU FROM OC/ S 

E. 0.11652: GDS 
TAGS: ACOM 

SUBJ: AIR CONDITIONING REPLACEMENT 
REE: LIMA 2652 

1 . VERIFY AIR CONDITIONING SYSTEM FOR CCC ENCLOSURE. 

2. VIEW RECENT CCC POWER UPDATE CONEIRM POWER CHARACTER- 
ISTICS ALSO, POWER CHARACTERISTICS FOR CCC EMERGENCY 
GENERATOR. 

3. CONFIRM TYPE PRESENT A/ C SYSTEM. OUR RECORDS SHOW 

IT BEING FORCED AIR SYSTEM FROM ROOF AREA. ADVISE. ROGERS 



CONEIDENTIAL 

NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 



Deciassified/Reieased US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 30 APR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE081 126 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RRAPIER: RR 

Enclosure: n/a 

Executive Order: RR 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730454/aaaaizjh.tel 
Line Count: 51 
Locator: TEXT ON-LINE 
Office: ORIGIN OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: 73 LIMA 2652 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 23 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23-Jan-2002 by martinjw>; APPROVED <25 FEB 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980205 

Subject: AIR CONDITIONING REPLACEMENT 

TAGS: ACOM, PE, n/a 

To: ATO WASHDC 

LIMA 

Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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